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ST. PAUL'S CATHEDRAL was hemmed in by buildings on every side, as this view, taken

before World War II, shows.   The neighborhood suffered severely from bombing and fire

in 1940; and when the area is rebuilt the approaches to St. Paul's will be open, to give a clear

vista of the great cathedral.   The new London will be beautiful.
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